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Refrigeration Equipment Plant In Tarnowakle Qory 
Qeneral Information 

The Refrigeration Equipment Plant (Fabryka Aparatury 1 Armatury 

Chlodniezej) In Tarnowakle Qory (N 50-27* E 18 - 52 ) was engaged In 

production of refrigeration units and apparatus for use in various 

Industrial Installations. The plant occupied an area of about 

200 x 250 meters. In 1956* the plant was being enlarged. At that 

time It was subordinate to the Ministry of Machine Construction 

(Mlnlsterstwo Prsemyslu Maszynowego) in Warsaw. The labor force 

totaled approximately 1800 persons who worked seven days per week 

on three shifts dally, from 0600 to 1400. 1400 to 2200 . and 2200 

to 0600 hours. I 25X1 

Water was 

supplied by the city water system. Polish 

Army personnel and trucks on the plant ' s premises. 

a great percentage of the plant's production was destined 25X1 

for Industrial Installations engaged In the manufacturing of 
military materiel. 


This plant was classified as a "Second Category Plant" by the 
Military Department of the Ministry of Machine Construction and 
the Main Administration of Civil Air Defense. The plans for con- 
struction of air raid shelters and other air defense facilities 
were comple ted in 1956 according to Ministry of National Defense 
regulations] 


Pinpoint Location - 


Figure 1 on page 5 is an overlay 


?£ 


Sheet 

Sosnowlee, Poland, Seale l:10o,oco. Numbers In parentheses 


below refer to corresponding numbers on the overlay! 
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Cl) Refrigeration Equipment Plant. 

(2) Town of Tarnowakle Qory. 

(3) Tarnowakle Gory Railroad Station. 

(*) Railroad Line - ESQ, running from Tarnowakle Qory to 
Mlasteezko (N 50-30, E 18-56). 

(5) Tarnowakle Qory - Mlasteezko Highway. 

( 6 ) Railroad Line - ESQ, running from Tarnowakle Oory to 
Radzlonkow (N 50-25* E 18-55). 
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Slte Layout 


Figure 2 on page 6 le a sketch of the Refrigeration Equip- 

ment Plant In Tarnowskie dory. Numbers In parentheses below refer 

to corresponding numbers on the sketch! 

(1) Street - name unrecalled, about six meters wide, stone paved, 
in good condition. 

(2) Plant Entrance - iron bar gates, about three meters high and 
five meters wide. There were smaller doors for pedestrians. 

(3) Guard Building - a brick construction measuring about 10 x 6 
x 6 meters with a slanting concrete roof. Several industrial 
policemen and a receptionist who issued temporary passes were 
always on duty here. It was planned to utilize part of this 
building for storing gas masks and protective clothing for 
personnel employed at the plant. 

(4) Transformer Station - a brick building measuring about 
7x7x7 meters with a ooncrete roof. 

(5) Temporary Administration and Technical Offices - located on 

a small mound. This was an "L"-shaped, wooden barrack 
measuring about 10 meters long, five meters high, eight 
meter s wide on the larger si de and four meterB on the smaller 
side. this barrack would be torn down 

when the new administration building was completed. 

(6) Fire Station and Oarage - a brick building measuring about 
18 x 10 x 7 meters. One fire truck and four regular trucks 
were parked here. Eight firemen were always on duty. 

(7) Warehouse - a concrete construction measuring about 30 x 15 x 
15 meters o Finished products and raw materials were stored 
here. Two craneB were located in this building. It was 
planned to utilize part of this warehouse for storing unidenti- 
fied chemicals required for chemical and radiological de- 
contamination. 

(8) Office of the Chief Engineer and Electrical Equipment Repair 
Shop - a brick building with a tar paper roof, measuring 
about 8x8x7 meters. 

(9) Welding Shop - an iron frame, brick building with a monitor 
roof, measuring about 25 x 10 x 15 meters. 

(10) Machine Shop and Foundry - an iron frame, brick building with 
a monitor roof, measuring about 35 x 20 x 15 meters. Presses 
and some other machine tools were located in this building. 

High pressure pipes and cylinders were manufactured here. 

It was planned to install a siren on top of this building. 
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(11) Soolal Services Building - a four-story, brick building 
measuring about 20 x 15 x 15 meters. A club and several un- 
identified offices were located In this building. On the 
first floor were shower rooms for workers. It was planned to 
use these showers as a personnel decontamination facility 
after an air attack. There were also plans to construct a 
gas-proof air raid shelter in the basement of this building 
with a 200-person capacity. Ho further information. 

(12) New Building - construction completed in summer 1956. This 
was a reinforced concrete construction with barrel vaults 
forming the roof. It m easured about 100 x 30 x 20 meters. 

equipment and machinery were not yet 
Installed Inside this building. 

(13) Projected Location of the New Administration Building - con- 
struction was scheduled to begin sometime In 1958. This 
four-story building would measure about 35 x 16 meters. 
According to plans, the following air defense Installations 
were to be constructed In the basement of this buildings 
command post, first aid station, chemical laboratory and a 
g&B-proof air raid shelter with a 150-person capacity. No 
further information. 

(14) Second Plant Entrance - not In use. A brick building measur- 
ing about 5x5x5 meters was located near the entrance. 

(15) Fence - mesh wire, about 2, ,5 meters high, supported by concrete 
posts. 

(16) Railroad Siding - two tracks, ESG, connecting the plant with 
the Tarnowskie Gory railroad station., 

(17) Water Reservoir - a concrete construction measuring about 2 C 
15 x 10 meters and 2„5 meters deep. 

( 10) Tobacco and Refreshment Stand - a wooden construction measur- 
ing about 4x4x4 meters. 
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Refrigeration Equipment Plant In Tarnowakie Oory 
Qeneral Information 


The Refrigeration Equipment Plant (Fabryka Aparatury 1 Armatury 
Chlodnlczej) in Tarnowakie Gory (H 50-27, E 18-52) was engaged in 
production of refrigeration unite and apparatus for use in various 
industrial installations. The plant occupied an area of about 
200 x 250 meters. In 1956, the plant was being enlarged. At that 
time it was subordinate to the Ministry of Machine Construction 
(Mlnisterstwo Przemyslu Maszynowego) in Warsaw. The labor force 
totaled approximately 1800 persons who worked seven days per week 
on three shift s dally, from 0600 to 1400. 1400 to ggoo. and s>pnn 
to OoOO hours. 


supplied by the olty water system. 

Army personnel and trucks on the plant's premises. 


i nater wag 
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]a great percentage of the plant's production was destined 


for Industrial installations engaged in the manufacturing of 
military materiel. 

This plant was classified as a "Second Category Plant" by the 
Military Department of the Ministry of Machine Construction and 
the Main Administration of Civil Air Defense. The plans for con- 
struction of air raid shelters and other air defense facilities 
were completed in 1956 according to Ministry of National Defense 
regulation^ ' ----- 
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Pinpoint Location 
Figure 1 on page 5 is an overlay of 


Sosnowleo, Poland, Seale ltl00,000. Numbers in parentheses 


below refer to corresponding numbers on the overlay i 

(1) Refrigeration Equipment Plant. 

(2) Town of Tarnowakie Oory. 

(3) Tarnowakie Oory Railroad Station. 


(4) Railroad Line - ESO, running from Tarnowakie Oory to 
Mlasteezko (N 50-30, E 18-56). 

(5) Tarnowakie Oory - Miasteozko Highway. 

(6) Railroad Line - ESO, running from Tarnowakie Oory to 
Radzlonkow (N 50-25, E 18-55). 
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Site Layout 

Figure 2 on page 6 ia a memory sketch of the Refrigeration Equip- 
ment Plant in Tarnowskie Gory. Numbers in parentheses below refer 
to corresponding numbers on the sketcht 


(1) Street - name unrecalled, about six meters wide, stone paved, 
in good condition. 


(2) Plant Entrance - iron bar gates, about three meters high and 
five meters wide. There were smaller doors for pedestrians. 

(3) Guard Building - a brick construction measuring about 10 x 6 
x 6 meters with a slanting conorete roof. Several industrial 
policemen and a receptionist who Issued temporary passes were 
always on duty here. It was planned to utilize part of this 
building for storing gas masks and protective clothing for 
personnel employed at the plant. 

(M) Transformer Station - a brick building measuring about 
7x7x7 meters with a concrete roof. 


(5) Temporary Administration and Technical Offices - located on 
a small mound. This was an 11 L 11 - shaped , wooden barrack 
measuring about 10 meters long, five meters high, eight 
meters wide on the larger B ide and four meters on the smaller 


side. 


this barrack would be torn down 


when the new aamimsLrazion building was completed 
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(6) Fire Station and Garage - a brick building measuring about 
18 x 10 x 7 meters . One fire truck and Tour regular trucks 
were parked here 0 Eight firemen were always on duty G 

(7) Warehouse - a concrete construction measuring about 30 x 15 x 
15 meters o Finished products and raw materials were stored 
here* Two cranes were located in this buildings It was 
planned to utilize part of this warehouse for storing unidenti- 
fied chemicals required for chemical and radiological de- 
contamination 0 


(8) Offioe of the Chief Engineer and Electrical Equipment Repair 
Shop - a brick building with a tar paper roof, measuring 
about 8x8x7 meters. 

(9) Welding Shop - an iron frame, brick building with a monitor 
roof, measuring about 25 x 10 x 15 meters. 

(10) Machine Shop and Foundry - an iron frame, brick building with 
a monitor roof, measuring about 35 x 20 x 15 meters. Presses 
and some other machine tools were located in this building, 
nigh pressure pipes and cylinders were manufactured here. 

It was planned to Install a siren on top of this building. 
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(11) Soolal Services Building - a four-story, brick building 
measuring about 20 x 15 x 15 meters. A club and several un- 
identified offices were located in this building. On the 
first floor were shower rooms for workers. It was planned to 
use these showers as a personnel decontamination facility 
after an air attack. There were also plans to construct a 
gas-proof air raid shelter in the basement of this building 
with a 200-person capacity. No further information. 

(12) New Building - construction completed in summer 1956. This 
was a reinforced concrete construction with barrel vaults 
forming the roof. It m easured about 100 x 30 x 20 meters. 

1 equipment and machinery were not yet 25X1 

installed inside this building. 

(13) Projected Location of the New Administration Building - con- 
struction was scheduled to begin sometime in 1958. This 
four-story building would measure about 35 x 16 meters. 

According to plans, the following air defense installations 
were to be constructed in the basement of this building: 
command post, first aid station, chemical laboratory and a 
gas-proof air raid shelter with a 150-person capacity. No 
further information. 

(14) Second Plant Entrance - not in use. A brick building measur- 
ing about 5x5x5 meters was located near the entrance. 

(15) Fence - mesh wire, about 2.5 meters high, supported by concrete 
posts. 

(16) Railroad Siding - two tracks, ESQ, connecting the plant with 
the Tarnowskle Qory railroad station. 

(17) Water Reservoir - a concrete construction measuring about 
15 x 10 meters and 2.5 meters deep. 

(18) Tobacco and Refreshment Stand - a wooden construction measur- 
ing about 4x4x4 meters. 
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